Aluminum Corrugated Panel 


Raw Material 
Top Skin: Aluminum, Stainless Steel, Titanium Zinc 


Core Material: anodized aluminum honeycomb 


Bottom Skin: Aluminum 





Characteristics of Aluminum Corrugated Panel 


Durability 


Economic 


Heat-Insulation 


Non-Combustible 


Light Weight 


Eco Friendly 


Sound Insulation 


Non-combustible Core 





Application 


* Exterior elevators. 


* Floors, walls and ceilings for elevators. 

* Ramps, platforms and mobile scenarios. 

* Structures for military radars. 

* Interiors for trucks and buses. 

e Vertical partitions. 

* Cleanrooms. 

e Equipment Fairings. 

e Recordable ceilings. 

* Support for thin rolling stone, marble and granite. 


https://www.alubang.net/product/aluminum-corrugated-panel.html 


